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Thorington, L.—Ultraviolet Emission 
from Light Sources Used as Gen- 
eral Illuminants, Discussion 

Tylor, Arthur S.—President’s Report 
1967-1968 


Unglert, M. C.—The Effect of Opera- 
tion Position on Metal Halide 
Lamp Characteristics (Abstract) . 
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Van Boort, H. J. J.—Improvements 
in Low-Pressure Sodium Vapor 
Lamps (Abstract) 

Van Dusen, Harold A., Jr. — Street 
Lighting Luminaire Vibration ... 

Van Wormer, Kenneth A., Jr.—Ther- 
modynamic Considerations 
Tungsten Halogen Lamps 

Thermodynamics of Tungsten Halo- 
gen Lamps Containing Chlorine, 
Fluorine and Hydrogen (Abstract) 
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Wall, W. A.—Combination Work and 
Photographic Light for Portable 
Service in Manned Spacecraft ... 

Wissoker, R. S.—Environmental Con- 
trol Unifies Office Building Reno- 
vation and Addition 
Plications of 


Artificial Illumina- 


3. Lighting News 
Index 
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Allied Arts Competition, 1968 
Winners, 1968 

ASTM Standardization Seminar ... 

Award to Myrtle Fahsbender 


B 


Ballast Protection Probed 
Biggi, John F., Obituary 
Board of Managers, IES—1968-1969 7-22A 
Book Reviews 1-13A: 2-13A; 5-16A; 8-40A: 
9-18A: 10-18A; 11-23A; 12-24A 
Brighter Ceiling—University of 
California 


Certification Committee, USASI ... 
Chicago Lighting Institute 
Courses 1-7A: 3-7A; 4-9A; 10-5A 
“Lighting for Selling,’’ Seminar 10-6A 
Industrial Symposium 
CIE Proceedings 
Clardy, C. C., Obituary 
Color Technology Courses 
Color Television Conference 
Colorado State Wood Pole Institute 
Colorful Fixtures for Contemporary 
Gym Decor 
Committee Personnel, IES 
1967-1968 
1968-1969 


9-10A 


Computer Programming Course ... 1-7A 
Conference Papers Prospectus, 1969 11-28A 
Cottrell, C. L., Obituary 
Courses in Illumination 
Chicago Lighting Institute 
1-7A; 3-7A; 4-9A; 10-6A 
City College, New York 7-10A 
Color Measurement Seminars ... 5-8A 
Fundamentals 3-TA 
New York Section, Basic Course 10-5A 
Philadelphia Section 11-18A 
School Board Lighting Course ... 
Street Lighting Seminar 
Theatre Lighting 
University of Colorado 
Crouch, C. L., Gold Medal Award. . 
Acceptance Address .............. 11-11A 
“Crusade for Light’’ Contest 
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Design Symposium—Conn. Section 2-7A 
Designers Lighting Forum Program 11-9A 
Directors’ Assignments Announced 12-7A 
Directors, IES—1968-1969 
Distinguished Service Awards, 

4-7A; 11-10A 


Fahsbender, Myrtle—Award 
Retirement 
Fellows, 1968 
Frick, David W. 
Goodbar, Isaac 
Martt, Ernest C 
Mitchell, J. Dixon 
Odle, Herbert A. 
Till, William S. 
Fellow Presentation 
Frick, David W., Fellow 
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Gold Medal Award, IES—1968 
Acceptance Address 
Cc. L. Crouch, Winner 
Previous Medallists 
Gold Medal Nominations Invited .. 
Goldwater, Barry—Luncheon 
Speaker 
Goodbar, Isaac, Fellow 
Guest, Harry, Obituary 
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Heat/Light Seminar—New York 
Section 
Highway Vision and Safety Sym- 
posium 
Hubbell, Harvey, Obituary 


IERI Visibility Symposium 
IES-ASHRAE Joint Syposium 
IES Aviation Conference 
IES Gold Medal Award, 1968 
Acceptance Address 
Cc. L. Crouch, Winner 
Previous Medallists 
IES Life Insurance Plan 
IES Lighting Competition, 1968 
National Winners 
Regional Winners 
IES Lighting Competition Promo- 
tion 
IES Officers 1968-1969 
Candidate Biographies 
List of 
Installations 
Brighter Ceiling—University of 
California 
Colorful Fixtures for Contempo- 
rary Gym Decor 
Mercury Lighting in a Major 
Port 
Metal Halide in 
Chamber 
Super Market Uses Metal Halide 1144A 


‘Outer Space’ 


Updating the Downtown Bank ... 6-22A 
Water Works Flooded With Gold 11-40A 
Year-Round Tennis—Indoors .... 
International Color Association .... 
International Meeting—Four Cana- 
dian-US Sections 
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James, L. V., Obituary 
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Kreyser, Roy H., Retires 


Letters 
Barr, A. C. 
Browder, J. Bi vic. cc cessive 
Dean, G. F. 
Horton, Jules G. 
Rice, R. H. 
Makulec, Alfred 
Sonnenfeld, N. J. 
Light in Home Fashions, Seminar 
Lighting for Selling, Seminar 
Lighting Fundamentals Course— 
University of Colorado 
Local Officers, IES 
1968-1969 
Lumen Award Competition 


Martt, Ernest C., Fellow 

Medallist, 1968, C. L. Crouch 

Mercury Lighting in a Major Port.. 

Metal Halide in ‘Outer-Space’ 
Chamber 

Metric Study, USASI 

Mitchell, J. Dixon, Fellow 

Morrow, Gerald T., Obituary 
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National and Local Officers, IES 
Candidates Biography 
List of 
National Technical Conference 1968 
Papers Program 8-18A; 11-15A 
Report of Events 
NECA Academy Established 
New Equipment Data 1-22A; 3-29A; 
5-18A; 7-27A; 9-37A; 1146A 
New Office Manager, IES 


7-22A: 10-20A 
6-7A 


9-44A 


Obituaries 
Biggi, John F. 
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Guest, Harry 
Hubbell, Harvey 
James, L. V. 
Morrow, G. T. 
Porter, L. C. P 
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Small, O. C. 
Watson, L. M. 
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Odle, Herbert A., Fellow 
Officers, IES National and Local 
Candidates Biography 
List of 


Page, Aileen, Aetirement 

Papers Program, 1968 IES National 
Technical Conference ....8-18A; 11-15A 

Past President’s Luncheon 

Porter, L. C., Obituary 

Potter, W. M., Obituary 

President’s Message, J. J. Neidhart 11-8A 

Product News 1-16A; 3-22A; 5-20A; 

T-I7TA; 9-24A; 11-24A 
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Racetrack Headlight Illumination . 5-12A 
Regional Conference Roundup, 1968 8-9A 
Program Highlights 8-9A, 30A 
Regional Conferences, 1969 10-28A; 11-36A 
, Attendance 8-9A 
Regional Vice Presidents 1968-1969 10-20A 
Rex, Charles H., Retires 
Rodgers, Alston Retirement 
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Salter, Ernest H., Retires 

San Diego Section Activities 
Schaefer, E. H., Fellow-Emeritus .. 
Schultz, Barbara A., IES Head- 


quarters 
Section and Chapter Officers, 1968 
1969 


Small, O. C., Obituary 

Smoky Mountain Chapter 
Established 

SMPTE Conference 

Standardization Seminar 


Super Market Uses Metal Halide .. 11-44A 
Sustaining Members, List 

: 2-14A; 6-24A; 9-28A 
Sustaining Members Luncheon .... 11-23A 
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Tar Heel Section, Governor’s Study 68A 
Technical Committee Forum 1968 .. 
Technical Editor Wanted 

Till, William s., Fellow 

Today’s Challenges Program 

Traffic Signal Standards Study .... 

TTFL Committee Symposium—1968 


U 


University of California Library ... 
University of Colorado—Dialogues 
With Light 
Updating the Downtown Bank .... 
U. S. Standards Institute 
Certification Committee 
Emblem 


2-18A 


V 


Visual Science Conference— 
International 


Volt Reference Base Change Due 9-11A 
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Water Works Flooded With Gold 11-40A 
Watson, L. M., Obituary 

West Texas Section Established ... 
Whitnell, J. D., Obituary 

Wiring Device Standards 
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Year-Round Tennis—Indoors 


Z 


Zersen, Carl W., Retires 








